elerererererererererererere 


o——+» TO SW.1&2 
1 TO Sw.2 
os (NORM. OPEN) 


schematic of Langevin 5116 plug-in amplifier - original version 


note - this is a corrected schematic - the commonly circulated scheme (2012) had a mistake on the B+ supply 
to the first tube. you are welcome. 
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